| READ IN THE HOME OF EVERY 


“No. 84 


Easterly Echoes 


Mrs. George Worthing had a 
visit from her sister, Mrs. Grare 
McFarlane and little daughter, 
Etta. 

Mr. and Mrs. Donald Johnson 
(nee Elizabeth Neufeld) of Edson 
are the proud parents of a baby 
girl, born March 4. 

Mr. and Mrs. James Fenton have 
returned after spending nearly 
two months visiting in Calgary, 
Vancouver and Seattle. While in 
Seattle a sister from Oakland, 
California paid them a visit. 

We are glad to report that 
Baby Roger Feero has improved 
enough to be brought home from 
the hospital on Sunday. During 
his hospitalization Mrs. Feero stay- 
ed in Wainwright too. 

Miss Awilda Fitzpatrick and 
Miss Olga Anderson were visitors 
at the home of Mrs. E. Sanders and 
Mrs. G. Fenton, . 

Miss Ruby Walker who is em- 
ployed at the. Wainwright hospital 
spent her day off with her sister, 
Mrs. Reg. Worthing. 

Mrs. Barton, Mrs. E. "Sanders, 
Miss Olga Anderson, Miss Awilda 
Fitzpatrick andMrs. M. Enger at- 
tended a quilting. party at the 
home of Mrs. G. Fenton on Tues- 
day, March 11. 


p, i os Hs 
' The March meeting of St. Mary’s 
W.A. will-be held on Friday, March 
21 at 3:00 p.m. at the home of 
Mrs. Targett. Will all members 
kindly bring in their gifts for the 
overseas parcel”as arranged at the 
fast meeting.. Thank you. 
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RESIDENT IN THE IRMA 
} TRADING AREA 


Northern Nuggets - 


Mr. and Mrs. F. Lukens. enter- 
tained a group of friends Friday 
evening. Card honors in cribbage 
went to Mr. R. C. Johnson and Mr. 
Clare Lukens. 

Mrs, Jas. Hill returned to her 
home éarly this week after nurs- 
ing her daughter; Mrs. J. Allen, 
back to normal health again. In- 
fluenza had several victims in that 
household. 

Miss Marilyn Lukens was taken 
to Mannville hospital Sunday suf- 
fering from bronchial croup. 

Messrs. Erling Larson and Al- 
‘bert Jones left for Edmonton on 
Tuesday. 

Mr. and Mrs. Vernon Bjork en- 
tertained Mr. and Mrs. L. Larson 
Sunday. Mrs, Bjork is having the 
company of her mother and father 
who arrived last week-end from 
Wetaskiwin. 

Attention is called to the orga- 
nization meeting of a W.I. at the 
home of Mrs. Ivan Hardy. This 
meeting will be held on Thursday, 
March 20. All ladies interested 
are cordially invited to join. Mrs. 
McLean of Irma will be organizer 
and business will be underway by 
2:30 p.m. sharp. 


The Irma branch of. the Red 
Cross is. getting ready for the an- 
nual Red Cross drive. Canvassers 
will be out shortly to all. residents 
inside the town limits. All the 
stores have readily consented to 
help with this. good cause and 
anyone ‘from out of, town may. 

leave donations with the local 
merchants. 


oot 


eo “will be held 


Giant MASQUERADE 
i DA 


 Kiefer’s Hall 
Under auspices of the Irma L.O.B.A. 


Wed. March 19th 


GOOD MUSIC 


Admision: Gents 


PRIZES WILL BE GIVEN 


75e Ladies 25¢c_ 


EVERYBODY WELCOME 


In Buying HARDWARE at the IRMA CO-OP 
If so plan to attend the ANNUAL MEETING to 


be held in Keifer’s hall on 


MONDAY, MARCH 17th 


. at 1:30 p.m. 
Also the Co-op Social Evening in Keifer’s Hall 


= You Interested 


on Thursday, March 20th. 


MAY BE THE RECIPE, — 
ALBERTA NEEDS/ | 


‘yourist pusiness'1s Yom 


YOUR 
REASURY BRANCH 


BUSINESS 


Highlights From 
The Legislature 


By W. Masson, M.L:A. 


Hon, .W.-A. Fallow, in taking 
part in the debate on the Speech 
from the Throne, reported that 
over 4,500 miles of main highways 
had been maintained last year, and 
also nearly 3,500 miles of district 
highways. Last year over 1,800 
miles of municipal roads were con- 
structed, and nearly 1,200 miles 
gravelled, which the government 
assisted with municipal grants. 

371 miles of main highways 
‘were constructed last year, and 
581 miles of main higways were 
surfaced with gravel. Nearly 100 
miles of road were given the base- 
course treatment, 

More that 40 steel bridges were 
repaired or built, and over 200 
timber bridges. Ten steel bridges 
are presently under construction, 
four of which are on the Grimshaw 
highway. 

Revenue in this department for 
1946 from Vehicle and Highway 
Traffic Act, Fuel Oil Tax Act, and 
Highway Traffic Board; was close 
to $9,000,000.00. 

In replying to criticisms by the 
C.C.F., the Hon. Mr. Fallow gave 
the following information from 
the public accounts of the pro- 
vince of Saskatchewan. 

Last year, by an educational tax 
they collected more than $5,500,- 
000.00; by public revenue tax 
(which is similar to our past So- 
cial Service Tax) they collected 
$2,158,00.00; ang by the collec- 
tion of direct relief extending back 
from 1930, they collected nearly. 
$5,500,000.00 more. This money 
collected: on direct relief included 
medical services, feed grain, fod- 
‘der and grasshopper and gopher 
extermination. All of these same 
debts in Alberta have been can- 


| |ait government, ‘while in 


chewan they have forced, collec- 
tion of these debts from the farm- 
ers, ‘many of these debts dating 
back for 16 years. Saskatchewan 
paid less for education than was 
collected by’ the Educational Tax 
and so took nothing from the rest 
of their provincial revenue for 
educational assistance. 

“One out of every eight Alberta 
citizens was X-rayed for T.B. last 
year,” reported Dr. W. W. Cross, 
when taking part in the debate 


on the Speech fron, the Throne.| 


The death rate from this dis- 
ease has been reduced 25 per cent 
since the present. government took 
office. | 

“Last year more than 11,000 pa-| 
tients were checked in the two 

cancer clinics. Approximately 
one-half of this pwrfiber did not} 
have the. disease. - 

“Fourteen buildings. have been 
purchased from the Red Deer army 
camp, which will be used to en- 
large the facilities at the Red Deer 
training school. 

‘ “When six more municipal has- 
pitals are established in this pro- 
vince, we will ‘have sufficient hos- 
pital beds for all our citizens,” 
said the minister. 

In taking part in the debate on 
the Speech from the Throne, I 
expressed the satisfaction of our 
people over the announcement that 
increased grants would be made} 
for education. 

I urged that a three cents de- 
crease in the price of agricultural 
gasoline when the dominion va- 
|cates this tax field shortly, and 
the abolition of the Social Service 
tax, would relieve the municipal 
districts of some of their burden | 
by making this field of taxation; 
available to.them, . 

Increased ‘grants for camasedat| 
districts and hospitals, particularly | 
as its pertains to Old Age pen- 
sioners, blind pensioners and re- 
cipients of Mothers’ Allowance, 
would ‘certainly be somiething that! 
will be welcomed by the people 
in my constituency, 

I took this opportunity of urg- | 
ing the government to pay a $10,00. 
bounty on coyotes. It. was my | 
opinion that it would help to cope 
with the coyote menace jn this’ 
province. 


“Fortunately journalism now- is 
not looked upon. with so many 
prejudices,”—P, de Bellefeuille. 


‘ ‘ : 


Hockey ‘|@len-Coa Gleanings 


The semi-finals for the Gas Line} .Mr. and Mrs, ‘T. Larson have a 
hockey league cup, between Irma|little daughter, Lorna Jean, born 
and Ryley got underway at Irma|at Hardisty hospital on February 
last Monday night with a very | 24. ; 
fast’and furious brand of puck-| Mr. R. Holingen has left for a 
chasing. trip to the west coast. 

The first period opened very| A group of young people from 
slowly but reached its peak quick-|Camrose Lutheran College and the 
ly when Smith made a clean Bible school are putting on a pro- 
break with Glasgow and McKay/gram at Sharon church on Sun- 
to net the rubber for the first|day afternoon, March 16, at 2:30. 
goal of the evening. The 1est of|The district is certainly hoping 
the period featured wide-open|both weather and roads will be 
hockey but neither team could|fine for this event, 
beat the netminders. Sharon Ladies’ Aid will meet 

The second period opened in|on March 20 at the home of Mrs. 
much the same manner with Smith] Pr: Spring. 
again blinking the red light to|- The next service at Sharon will 
to chalk up his second goal of the be at 11:30 on March 23, preceded 
night, The Ryley team immedi-'by Sunday school. 
ately took the offensive and al- - 
though they had several good 
chances, could not slip the rubber )AF.U. NOTES - 
past inkin in the Irma pete, Those who attended the A.F.U. 

The third period started with|™eeting on Tuesday evening went 
Ryley really turning on the heat home quite P le ased with the in- 
to try and pull the game out of, formation received. After the bu- 
the bag. Their first counter came} 7°58 was done away with the 
at the beginning of the frame meeting 7 turned over the dis- 
when A. Chappell beat Inkin trict agriculturist, Mr. Robblee, 
with a close-in shot. | However,|#%d the field-supervisor, Mr. Mad- 
Symington was not letting the|2¢*- . Two films were shown on 
game.slip and came back right off| the damage done by warbles in 
the face-off to make it: 3-1. for|“@ttle and~their control. 

Irma. Smith followed up the ad-| The municipality has purchased 
vantage to score twice more for|® Power spray which will be very 
Irma’and bring his goal total in|S°0n to spray cattle for warble 
this game to four. Ryley fought control. For information on use 
back with more determination}°! this spray, contact municipal of- 
than ‘ever in the last half of the| fice at Wainwright. 

third but it wasn’t until 16:05 

when -D. Bendiksen scored their ou 0 

last goal which made the final Community 
seore 5-2 for Irma. 

Bobby Chappell performed bril- Cook Bo ole 
liantly in the nets for Ryley and 
no doubt. shared the evehing’s| Lemon Cheese for Sandwiches. 
spot-light with Smith from, Irma. ¥ lb, butter 

FLASH—In the second game of| 3 lemons, grated rind and juice 
the Ryley-Irma semi-finals, Ryley| 4 egg yokes | : 


in this total goal series and 
game: will be necessary. We 


= 


Strawberry Plains—Publie Wor- 
ship 11.00 a.m. " 
Albert—Public Worship 2 p.m, * 
Irma Sunday school—11.00 a.m, 

Worship service—7.30. _ 

The Rev. H. W. Inglis will be in 
charge. 

A hearty invitation to all. 


CHRISTIAN AND MISSIONARY 
ALLIANCE : 
Irma—Bible school 2.15 p.m. 
Gospel service 8 p.m. : 
A friendly welcome to all. 
“Man’s extermity.is God’s op- 
portunity.” 
“With men it is impossible, but 
not with God; -for with God all 
things are possible.” Mark 10:27. 


ST. MARY'S CHURCH : 

. There: will be celebration of 
Holy Communion in St. Mary’s 
church on Sunday, March 23, at 
3 p.m, 


Irma Times 
MISS W. F. REEVES 
Local Editor 
Phone 12 


derstand the third game will be} the: consistency of honey. Cool 


played at Irma on Saturday eve-jand add ‘1 cup walnuts finely 
ning, March 15. , chopped. «Spread. between... thin 
. The winners of this series will)slices of bread. 

meet Tofield in a_ three-out-of- Mrs. R. D. Allen: 


; F Neo 
five game final for the cup ‘o- tion.on €JCA’s 25th ° birthday, 


field defeated Holden by the total 
goals of 10-5 in a series similar to arene 7 suerte aes oe 
ig he + woth - t.” | Pletion. Layout consists of two 
e a Sport; boost lnepl. sport. | huge all-steel mast’s the engineer’s 
|home and garage and an ultra- 
modern transmitter building, com- 
plete and up-to-date to the “nth” 
degree. 
Among the numerous pftomotion 


> 


. RADIOGRAMS 

T. A. Shandro — CJCA 
CONGRATS! 

Our congratulations to CFRN 


for gaining. the distinction of be- 
ing the first station in Edmonton 
to increase its power from 1000 
watts to 5000 watts. 

Being in the'throes of a similar 
period of transition at the ntoment, 
we -are fully aware of the finan- 
cial outlay, and the momentous 
task it. involves. 

CJCA’s plans are progressing as 
originally designed — namely to 
make the event a double celebra- 


features planned for the double 
event will be a display of a minia- 
ture of the transmitter. layout, in 


a window of the Hudson’s Bay Co. | ° 


This will be worth seeing. 

While this and thousands of 
other details will occupy the 
sweating brows of CJCA’s person- 


jnel, CFRN will have been through 


it all and away to a flying start 
under extra power. Congrats, 
CFRN. 


The Alberta Educational Council 


presents . 


IT PAYS TO BE 


riace | Station 
Edmonton 


CJCA 10:15 ‘Thursday 


Time 


‘CFRN 10:15 Tuesday 


CFCN 
CFAC 
OIC 

CJOC 
CHAT 
cng? 


Calgary 


Lethbridge 
Medicine Hat 
Grande Prairie 


10:15 p.m. Wednesday 
‘12:47 Noon Friday 
‘2380 p.m, Monday 


8:30 p.m, Saturday 
_ 9:00 p.m. Sunday 
7:00 p.m. Monday | 


iy 


Authorized agent .to receive de- 
poits from the public and extend 
other Treasury Branch facilities . 
Alberta Government Insuranee- 
and Hail Inurance 
Agent for: 
British American Assurance Coe, 
Portage La Prairie Mutual Co. 
Pearle Assurance Company 
Massie and Renwick Ltd. 
Smeltzer and Co.,-etc. 


Anyone considering an Auction 
Sale at any time, please notify 


PETE KELLAR 
Licensed Auctioneer. Lic: No. 111 


_ AUCTION SALES 
| 


Give your local man a chance. He 
can do as well as the next fellow. 


ANNUAL SPRING 


STOCK SHOW 
CALGARY 


MARCH tL TO 21 
SINGLE FARE AND ONE- — 
ae ae 

FROM ALL STATIONS. 
TN ALBERTA 
TICKETS OM SALE | 
MARCH 157020 | 


&e 


| 
| 


MAKE MELROSE COFFEE | 
YOUR COFFEE | 


| 
| 
IT’S FRIENDLY AND | 


THE TIMES, IRMA, ALBERTA 


N IMONEY TURNING UP 
ITHROUGH BLIZZARD 


DE FOREST, Wis.—Mrs. Cle- 
ment Wolfe doesn’t believe in 
fairies but, almost ‘everywhere 
she looks—under a _ pillow, be- 
hind a mirror, beneath a vase— 
she finds money. 

Dollar bills have turned up in 
cupboards, little stacks of silver 
on shelves, and half dollars tuck- 


‘ed away everywhere imaginable. 


In the one week Mrs. Wolfe 
found between $60 and $70 and 
she still is finding more. She 
blames it all on the more than 60 
unexpected guests who spent 
from two to three days with her 
in a recent blizzard. They came 
by the carloads and finally by 
the busloads as their vehieles be- 
came snowbound. 

When the guests finally were 
rescued they tried to pay their 
hostess but she would have none 
of it. 

“But I guess some of them 
didn’t listen,” sighed Mrs. Wolfe 
as she lifted a dish and found a 
couple more dollars hidden away. 


! 
| 
| 


| 


| Navy recently opened the door on its | 
the 


NEW PATROL BOMBER 


FOR U.S. NAVY 


WASHINGTON—The United States | 


newest heavy patrol bomber, 


Martin XP4M-1, which packs a daz- 
zling burst of speed in a pair of extra 
| jet engines and a cruising range of 


more than 3,000 miles. 


It is a four-engined craft which re- | 


,Sembles a huge twin-engine plane be- 
cause the jets are mounted directly 
, behind two of the largest 3,000 horse- 


power conventional 
existence. 


engines now 


| Capable of cruising at more than | 
;200 miles an hour, the bomber can} 


in 


boost its top speed to “well over 350} 


‘miles per hour’ with a flick of 
jet power, the Navy said. 


the 


The new sky giant is equipped with | 


tricycle landing gear, has 


a wing 


{spread of 114 feet and is ‘‘very heav- 


‘ily armed’. It was termed 


|the most 


“one of | 
completely electronically | 


{equipped aircraft ever made.” It car- 


-|ries a normal crew of eight. 


SWEETER 
TASTIER 


RECIPE 


Put 1 c. Jukewarm water in 
bread bowl, add 1 envelope 
Royal Fast Rising Dry Yeast 
and 1 tsp. sugar, stir; let stand 
10 min. Scald 2 c. milk, add 
5 tbs. sugar; add 5 tsp. salt; 
cool to lukewarm. Add to 
yeast with 1 c. water; add 6 c. 
sifted flour; beat well. Add 5 
tbs. melted shortening and 6 
c. more sifted flour, or enough 
to make easily handled dough. 
Knead dough quickly and 
lightly until smooth and elas- 
tic. Place dough in greased 
bowl, cover; set in warm place, 
free from draft. Let rise until 


doubled in bulk, Punch dough ' 


down in bow]; let rise again 
until about 34 as high as first 
rise. When light, divide into 
4 equal portions; ‘shape into 
balls. Cover with cloth; let 


HEARTWARMING, 
i AND SO COMPLETELY | 
4 1} SATISFYING 
“ : eH. L. MacKinnon Go. LT6. | 
i eee Wy nniPca—— 
y —— h H 
STRONG 
DELICIOUS | 
+] | 
Need For Planning | 
j 
{ 
THERE HAS BEEN NO grave unemployment problem in Canada since: 
1939, on the contrary, there have been acute labor shortages in many in- | 
dustries. It was feared for a time that when the armed forces were demo- 
wo bilized there might be a period of serious unemployment, but this has not} 


depression, but experience has shown 


- planning for the future, 
* * * 


One obvious 


Planned Public 
Works Project 


government. Such a program would be 
and would necessitate the spending of 


sible projects have been discussed. The 


Would Require 
Many Workers 


plan will be in readiness to prevent the 


| 


| 


been the case and reports indicate that the demand for labor_has remained | 
at a high level. There are few Canadians, however, who do not recall the 
6 : difficult times which were experienced here in the nineteen thirties, and few | 
who do not wonder whether such times may come again. Unfortunately it 
is not always possible for a country to control the underlying causes of a | 


the hardship and distress which résults from unemployment, by careful 


provided dur 
through the planning of large public works pro- 
jects, both by the provinces and by the Dominion 


‘ subject has heen considered by the Dominion government and plans for pos- 


tion and development of natural resources which are not being developed by 
other agencies, and with projects in the Northwest territories; the Yukon, 
Indian reservations and other areas which come under the control of the | 


opment of natural resources, surveying, mapping, soil conservation, drain- 
age, insect control and many other undertakings. 


Such a progr: 
workers including engineers, 
skilled laborers. It is estimated that public funds 
amounting to 700 million dollars would be needed 
to finance public works projects which, 
cumulated unemployment insurance, would safely carry the country through 
a . a major depression. The raising of suc 
subject of taxation and of Dominion-proviricial agreements on that question. | 
However, it. is encouraging to know that thought has been given to the 
matter and it is to be hoped that in the event of another depression some 


prolonged.and. widespread unemployment, 


SAYS POTATO VITAMINS 
WASTED BY CANADIANS | 


| there is more vitamin C thrown down | 
the sink than the amount contained } 


that it is possible to avoid much of 


* * 


way in which employment could be | 
ing a major depression would be 


in the nature of a public investment 
large amounts of public money. eal 
| 


plans have to do with the ee 


SHE’S BEAUTY 


QUEEN 
Dominion government. The work to be undertaken would include the devel- | SUDBURY CARNIVAL — Crowned | 


was pretty Germaine Tessier, 
% here. A gala program 


am would require a large number of 
and un- 


contests, 


scientists now ended. 


Personal Flag Of 
‘Princess Elizabeth 


with the family allowances and ac- 


h a sum brings up the controversial 
.Princess Elizabeth took with 


misery and waste which arises from | to her by the King and specially 


igned for her, Few 


S$ 
Vit yet, as Tt Nak so seYaon ween’ 
‘in public. 


The first time it appeared 
when _ she 


TORONTO—FEvery year in Canada! 


queen of Sudbury’s winter carnival 
seen 
of varied 
‘events, including sports and beauty. 
featured the colorful event | 


‘to South Africa her own flag. This 
is Klizabeth’s personal flag, granted | 


eople recognize | 
launched the battleship | 


| H.M.S. Vanguard in 1945. This is the | 
ship in which the royal party travel- | 


| When 


ling?” he 


FUNNY And 
OTHERWISE, 


\y The colored private, a passen- 
| ger on the ship going across the 
ocean, became very seasick, and 
; .Was being kidded by one of his 


; buddies. 

Buddy—Yo’-all is just a land- 
lubber. 

| Negro Private—Dat's _ right. 


Dey ain’t no argument dere. Ah’s 
a landlubber and I’se jes’ findin’ 
out how much Ah loves it. 


he 
| being “detained at the office” hubby 
received a very frosty welcome. 

| “Why this sudden change, dar-. | 
said 

| “Only this morning you said you | 
loved every hair on my head.” 


rest 10 to 15 min. Shape into 
loaves; place in greased bread 
pans. Cover; let rise until 
doubled in bulk, about 1 hour. 
Bake in 425° F. oven for 15 
min., then reduce heat to 
375° F. Finish baking about 
| 
| 


30 min. longer. 


SUGGESTED SERVICE 
FOR TRAVELLERS 

The ‘properly-equipped” 
station should fairly jangle with; 
nickel -in-the-slot gimmicks, and | 
; others that consume larger coins, ex- 
| hibitors at the Coin Machines Indus- 
ries Inc., convention in Chicago | 


* om * * 


returned home after 


said. 


A traveller, among. othér things, | 
should be able to get his shaving 


in bewilderment. 


OF “Perhaps I did!’ snapped the ‘for his shces (a nickel each), his 
lady. “But that doesn’t . include | railroad ticket, a toothbrush, a book, | 
every hair on your shoulder.” | a horoscope, two flavors of ice cream, ! 

ee ee ey 


“Oh,” 


he would not have got into 
' trouble.” | 
! co % * * 
her . 
There was an earthquake in a 


de- | 


Own With: 2m anele sin anothemodistrict , 
| for safety’s sake. 
: Tw é 4 - 
wad o days later the parents re 


The angler had just landed a 
fish when the inquisitive woman 
chanced to be passing. 
she 
| poor little fish!” 

The angler replied: “Well, mad- 
am, if he’d kept his mouth shut 


South American town which badly | 
scared the inhabitants. ; 

An English family who 
there sent their little son to stay. 


ceived the following telegram: 
“Am returning your boy. Send 
the earthquake!” 


i 
| 
needs, a press for his necktie, a shine | 
| 
! 
{ 


lof coin machines. | 
| 


The width of the Panama Canal | 
(limits the beam of some naval vessels. | 


exclaimed, “that 


railroad | — 


M-b-hd (Can 
Breathe 


White Bread 


| The long-billed curlew has a beak 
| seven inches long. 


P plehd de 
“ 


If your nose some- 
times fills up with stuffy transient con- 
gestion—put a few drops of Va-tro-nol 
in each nostril. It quickly reduces con- 
gestion and makes breathing easier in 
@ hurry... gives grand relief from 
sniffly, sneezy, stuffy distress of head ° 
colds, Follow directions in the package. 


VICKS VA-TRO-NOL 


|CURLING CLOSEUPS| 


lived 


* ms a * 


| in all the citrus fruits we import, Dr. | 
L. B. Pett, chief of the Nutrition di- ' 


To lavish fond-" 
ness upon 
Music: as 
written 
Highways 
Exists 

To walk 

3 Surgical thread 
To prohibit 


The princess’ standard has as dis- 
vision, Department of National Health | tinctive touches a small St. George's , 
and Welfare, said in an address to|cross with a Tudor rose on a white | 
the anual meeting of the Ontario! ground in the centre. 


F Crop Improvement Association. | \° 
s "| Dr. Pett blamed much of this, 


om bayer Me waste on the way potatoes are cook- | FOR THAT | 
4 FAST— SURE led. He said this important food is}. 
oie Bt a oc ; : nt usually cooked too long, in too ee , 
pacianaate water or at too high a temperature, . 
GENUINE ASPIRIN iso) with the result as much as half the | RUBIN... 
MARKED THIS WAY -|minerals and vitamins are lost. ; . 
- sr | 9 
————————— COUPONS ACCEPTED | Mi N ARD S 
an Agriculture Minister Gardiner said | 
GEMS OF THOUGHT | in the commons the government still | 
-—— — is accepting any ration coupons, i 
EXAMPLE which Canadians wish to turn in as| 
Let your lixht so shine before men ;a step in providing more food for the: | M E 
Pe eon es : | ° les of Europe. 
that they may see your good works, hungry Peoples: © : P : Bee carer 
and glorify your Father which is in'~ eel _ ; os 
heaven.—Matthew 5:16. ! x-x OUR CROSSWORD PUZZLE x-x 
‘ Religion means kindliness and the | HORIZONTAL : : 
: : : tens | 1 Once around 
practice of virtues within us and | track 
about us.—-Professor Tweedy. | 4 Hails 
: | % To stroke 
. ; Much more gracious and profitable | 42 Fruit drink a ae 
is doctrine by example, than by, 13 To make one- . 
rule,—Spenser. io ‘i self usetul NG 
; . 15 Mental stand- WN 
If you would convince a man that | ing” 
he does wrong, do right. Men will be- | a 
i y th see. Let them see.— 20 B igment 
de what they see | ~ Brown pl mi WV 
horeau. coagulate N 
sa: F | 23 Chinese mile SN 
What grander ambition is there} 24 Volumes _ BigN 
than to maintain in yourselves what | ere cerr S 
Jesus loved and to know that your 30 Mica of ee 4 
example, more than words, makes a +p la 
morals for mankind!—Mary Baker $2 Egg dishes ee 1] 
‘ 34 : no 
Eddy. 2718 35 Roman road 


| | | 


| ZZ. 
| | a7 


\. 
| 
| 
| 
| 


“And does your husband,” ask- 
ed the Irish matron, “still Kiss 
ye mornings when he laves the 
house.” ; 

‘“He ‘does, indeed,” replied the 
bride. “If he didn’t he’d be in ro 


condition to go to work.” 
* * * * 


‘Is it true that it cost $100 to 


have your family tree looked, up?’ 


“Well, not exactly—$5 to have 
it looked up and $95 to have it 


hushed up.” 
* * * * 

Once again the sergeant was 
going over his instructions to a 
rather timid recruit taking his 
first turn of duty as a sentry. 

“Understand this!” he snapped. 
“If anything moves, you shoot.” 

“Yes, sergeant,’’ lied the re- 
cruit, speaking ire ter once; 
“and if anything shoots, I move!” 

s * . s 


. “Have you seen a giraffe about 


here, lad?” asked the circus man- 
| ager. “It’s just escaped from the 


circus.” 


“No, sir,” replied the boy. “I’ve 


seen no giraffe, but I saw a long- 


necked piebald pony chewing the 


tops of the trees back there a bit!” 


Even brisk tasting 
Lipton’s Tea will be 
improved if you: Scald 


the tea 


the teapot before making 
+++ USe-one tea- 
spoonful of tea for. each 


E CAME THROUGH WITH WIS 
SPECIALTY ON SEVERAL Oce 
CASIONS IN WINNING THE BRIER 


TANKARD FOR MANITOBA IN 1938! 


MANITOBAS ToP-RANKING 
‘SKIPS FOR MANY YEARS, © 


person.; ; . apply fresh, 
bubbly, boiling water << 
then stir... let tea brew far 


drying $ 
49 Chinese card® 
ame ,. 
50 


46 Intense dislike 
48 Mexican dish 
51 Anger 
52 Flower (pl.) 
54 Electrified 
patticle 
‘ 55 Through 
R 56 To wear away ; « : 
67 Bushy clump 23 Told a false- “j,* - es ilies 
nan hood Answer To Last Week’s Puzzle 
See er eee eer : VERTICAL 25 Choice part 
mS ¢ EASY TO BE { (slang) 26 To fight a 
-. s . 2 Fuss .° | 28 Part of “to be 
ai REGULAR 3 PUnesuaslen 29. Places 
. mar 32 System 
with ; i e 0e pay a visit | 33 Symbol for 
ight. Start \ a tellurium 
‘Take NR at, night. the: day 6 Note of scale | 3§ Church festival 
. NR has ° ren 7 To be fond of 38 Channel ai 
Makes 5 umber ubic meter 
NR Juniors 9 Country of 42 Everybody’s 
Central Amer- uncle 
ica’ ‘ ‘| 44 Aroma 
10 Beverage 45 Station 
11 Hindu cymbals | 46 Part of body 
16 in music, high | 47 Exist. 
18 Unruly 48 To spread for 


just before serving. 


ENJOYMENT— 


" \ FOR MORE REAL TEA 


five minutes. ; . then stir again 


NEVER A CHANGE 
OF scENERs f 


[ie 1S CONSIDERED 
ONE OF THE FINEST. 
“COLD DRAW” CURLERS 

IN CANADA 
HE MAKES THIS 
DIFFICULT SHOT 
LOOK EASY. ONE OF 


f ig 


by Ting 


. 


THE TIMES, IRMA, 


“ALBERTA 


\CLEAN SEED MEANS | 


, pea BAGS 
ae 


OUR COMPLETE 
SHORT STORY— 


.. THE VILLAGE STORE. 


By CHARLES F. CLARKSON 


Ao JONES had successfully 
run a general store for over 
twenty years, and thought hi:rself 
fully able to look after. any situation. 
But -he had no immediate reply when 
Tommy said. “Dad, what can we do? 
Mother’s gone and asked Alice down 
for the. weekend,” . 

“You've got to understand,” Tom- 
my went on, “Alice is a city girl. It’s 
not because we. run a store; she 
knows about that, But she’s used to 
smart, stylish shops. Sht’s arriving 
tomorrow, and what will she think! 
of this place?” 

It meant a lot to Tommy to have, 
Alice Payne get a good impression of 
his family. He’d known her ever since 
he’d been at college—two years now. 
When he came home for the summer 


and told his mother, aJl_ about her, | helped too, during the holidays, but 


he'd never dreamed she'd: write and 
ask Alice to come and,see them. 

Tommy took a long look around 
the store, He had to admit his father | 
knew the business—it was by far the | 
largest store.in the county. Mortimer 
Jones had made a’ good living from | 
it—was even considered wealthy by. 
his neighbors. But it certainly wasn’t 
“smart” or “stylish”. And, —he 
thought, the worst of it was, they 
lived right up stairs, with a stairway) 
coming down from the back hall into 
the store. Alice would never: under- 
stand. 

Tommy’s eyes gnapped. “Dad, why; 
do we have to live upstairs? When 
you bought that old Reeder house | 
the mansion, they used to call ‘it—I 
thought we'd: move ;in_ there. Instead, 
you rent it and stay on here.” 

Mortimer looked shrewdly at_ his 
son. Tommy was different from his- 


older brother, Frank, who was a born | He was tip-toeing into his bedroom 
storekeeper like shis father, That's|to clean up a, bit, when. his mother 


: “Oh, Tommy! Come here-aminute, 
“Maybe ‘you're right, son,” he ob-| will you? Tommy, I’ve changed my 
“Guess I am kind of| mind. We’re not moving tothe Reed- 


miversity: 


why he'd“ gone tou 
‘learn..to be_an,prigineer,- : 


served mildly. 
old fashioned. Matter of fact, those 
city people who took. the Reeder ! 
place told-me they won’t be back; 
this summer. If your mother’s agree- ! 
able, we'll move in.’ 

Saturday morning Tommy took, 
the family car over to the statiqn to} 
meet Alice, He’d had a. hard time to! 
persuade his mother to move. “It’s: 
too big and fancy for me,” she'd pro- 
tested, 
Della will say about the extra. work. 


She’ll probably leave.” But he’d final- | 


ly convinced her. 
When Alice was comfortably seat- 


ed in the car, he drove along the | ‘Surely father couldn’ t—wouldn’t ask | 


river road, letting her get a good 
view of the expanse of. water and the | 
‘rolling hills.beyond, He turned in at: 
the stone gateway of the Reeder | 


place, down the winding drive—his | Said she hadn’t been as happy in here—dress, 


| protested. 
‘Tommy regarded her doubtfully. 


“and goodness knows what | 


be moving out in a few days, but 


right. now we're living up over the! 
store. I hope you won’t-mind staying | 


there.” 
“Of course not, Tommy,” Alice 
“T’ll love it. I know I shall.” 


Actually, Alice seemed to fit right 
into the Jones household; she -was 


-|to improper adaptation of the mill. 


PROFIT TO FARMERS 


All seeds require thorough clean- | 
ing and grading to remove weed 
seeds and offal, as well as light and 
shrunken kernels, Both experience 


‘|and experiments have demonstrated 


the fact that the largest yield per 
acre may be expected from the use 
of large, sound, plump seed rather 
than from seed which has been poor- 
ly cleaned and graded. 

In many places in Canada there 
are well-equipped seed cleaning plants 
available to farmers, but it may so 
‘happen that these seed cleaning 
establishments may not be conven- 
iently near 


SNATCH-DIVING OWL ATTACKS LUMBERJACKS—When deep snow 
some of the farmers | cut off its food supply, an owl with a 54-inch wingspread took to “dive- | 


whose only alternative is to clean) snatching at any likely-looking prospective tidbits. But this owl made: the |. 
their own seed. The farm-sizedfan-| mistake of attacking lumberjacks at Lake Maggie, near Lizotte, in Quebec’s 
ning mill, however, tan do a good job | Lake St..John-Lavernal country. The owl made off with six luntberjacks 
| caps and was coming in for another when an exasperated woodsman grab- 
bed an axe and felled him with a healthy swing. , 


if carefully operated. Improper clean- 
ing of seed is due in most cases to! 
jto i of proper sieves or screens, or 


Some of the weed seeds are difficult 
| to-separate, but most of them can be 
removed if proper sieves are used and 
time is taken to determine the proper | 
combination of .size and slope of| 
sieve, shake, air blast and rate at) 
which the seed passes over the sieves. 

The labour of cleaning and handl- | 


considerably where the facilities per- 


just that kind of a girl. She helped 
Mrs. Jones set the table, and after 
the meal insisted on going. down to 
the store and being shown all around. | 
‘Tommy wished she hadn’t arrived on 
' Saturday. That was the worst day in 
the store. His father and Frank and | 
| the two clerks were in ther | shirt |. 
sleeves, running all over the place, | 
'trying to satisfy the crowd of cus- | 
|tomers. .Of course, Tommy always | 


| 
| 


he’d been excused tonight. 
{ He: was showing Alice the new 
‘cash register when his father ap- 
proached, frowning. 

“Tommy; I promised Ab Snodgrass 
| he'd get that order of middlings to- 


| night, but Ferg’s:gone off with the |. 


big truck and forgotten them. Would 
iyou take them out in the panel de-' 
j livery? It’s only a few miles, and | 
| Alice could go along .for company.” 

; “Sure I'll -go, Dad,” he replied | 
| quickly, “but of course Alice can’t 
!ride in the truck. “I won't be long,” 
i he explained, turning to her. “Would 
, yOu mind? ¥ou can talx to” mother, 
upstairs.” Alice opened her mouth to | 
protest, thought better of it, turned | 
j and went up the stairs. 

| Actually,.it was quite a while be- | 
| fore Tommy got back, after manipu- 
j lating eight. mjles. of rutted dirt road 
and handling the heavy bags of feed. 


per place.” a. 
“Oh, mother!” You can’t do that! 


I’Ve so Planned on it. 
“No,” — she replied’ firmly. “I 
| wouldn’ t like it there. And Alice | 


agrees with me. She said it would be 
a shame to”give up a nice home like | 
this to go live in that big place.” 
“She said that? By the way, where | 
jis Alice?” 
“Oh, she’s downstairs helping at} 
{the candy counter, Your father’s 
awfully rushed tonight. ” 
“Mother! She’s not!” Tommy felt 
| the blood. creeping up his neck. | 


her to work in the store?” 

“No one asked her,” Mrs. Jones re- | 
| plied calmly. “She saw how things! 
{were, and asked if she could help. | 


|mit the elevation of the seed from 
the cleaner to an overhead bin. From 
| this bin, the seed may be spouted | 
\back to the fanning mill for. a second | 
| cleaning. It is necessary to run seed! 
| through a farm fanning mill at least 
twice, and sometimes three times. If, 
| seed is to be cleaned a third time, it, 
|may be elevated to a second overhead | 
‘bin which is within spouting distance | 
‘of the anne mill on the floor be-! 
! low. i 


——— —— . | 


Fesdions 


4763 


INFANIS /| 
SIZE | 
ONLY 


a 


A Wa snk 


| 
| 


By ANNE ADAMS | | 


| For The New Arrival! | 
A dear little layette for a dear. 
‘little baby! Pattern 4763 is easy to) 
,sew, and pretty! All you'll need is 
sacque, robe, nightie, | 


father had: always seen that the! years. Seems her father used to run bunting, slip, bib, cap. 


grounds. were well. kept . up—and 
stopped the car in front of the empty | 
house, 

“This, is our new. house,” he. an- 
nounced casually, “We're moving: in | 
next week.” 

Alice looked dismayed. “Why Tom- 
my—I—I. didn’t 
your father ran a store.” 

“Sure he does, but that doesn't | 
mean we can’t have a nice house. Of 
course,” he’ added lamely, 


well—you might as well know. We'll happy there. I’m going to tell your | 


SLOAN 5 


Le setsnesed 


_ Good for 
TIRED MUSCLES 


JUST PAT iT ON! 


ITCH? 


For quick relief from ies caused by eczema, 
absisige foot, scabtes, and cated, liquid 
mS, Ui medicat 
D.D. D. vida fiat Greases te 
fatene hing. Do comforts and ques ical 
nse. 
today for BLD. stena clos 


LEARN HAIRDRESSING 


Crean. steady, interesting, veined, 
paying profession. Hundreds 
ove positions now @ Many start 


own sho Train under direct super- 
vision 0} ae cul | 
experts, Complete, t Haahion ms: oa lor 
bo age oF Call 
pin BEAUTY SCHOOL 
327 Portage Ave. Winnipeg, Man 
: Regina, Calgary, ary, Edmonton 


| the Ky 
jing Ja 


a fruit store in the city.- When he | 


died, she and’ her mother were left 
ifairly well off, and closed up the | 
| store. But she's always missed it. | 
|She always worked around the store 
-atter school.” 

| “Gee, Mother, 


., awful fool, trying to impress Alice ; 
| with that big house.” 
“Oh, she liked the 


place well 


“that is— enough. But she ‘knew I'd never ‘be! 175 McDermot Ave. 


| father not to rent it again, After you, 
‘graduate, you're going to want a) 
| sammer home—if. you can find some- 
‘one to share it with,”-she added with 
La_twinkle. 


Tommy's eyes were shining as he| 


(kissed his mother. ‘Thanks, Mom,” 
‘he whispered, ‘I’m going downstairs.” 
| (Copyright Wheeler Newspaper Syndicate) 


|'MANY CANADIANS DIE 
‘FROM LACK OF PROPER FOOD 


| TORONTO, — More Canadians 
| die in a single year from lack of 
| proper food than: from infantile 
| paralysis, a report in the Can- 
adian. Medical Association journ- 


al stated recently. 

Dominion statistics for -1944> 
the last year’ available for medi- 
cal’ study,,show that 42 persons’ 
died in Canada of rickets, pella- 
gra, beri-beri and scurvy, each 
of which is a nutritional defic- 
iency disease: The 42 deaths 
compared with 38 deaths during 
that year from poliomyelitis. 


| saxs CANADA MUCH 
 BELTER THAN CHINA | : 
SAULT STE. MARIE.—Lee King, 
55-year-old Chinese ‘laundryman, who 
h yrned from six years in 
tung province of China dur- 
ese occupation, said, “I am 
happy to be back.in Canada,” where 
he said his countrymen live like kings 
compared to the plight of their 
low-men in China. 


Eat ani knew! 
know--I thought what to say. Guess I’ve been -an/ pattern. 


a 2713 | 


This pattern, easy to use, simple to| 
sew, is tested for fit. Includes com- | 
plete illustrated instructions. 

Pattern 4763 infants’ layette is | 
available in One Size Only. For indi- | 
| Vidual yardages see pattern. 

Send twenty cents (20c) in coins 


Write plainly Size, Name, 
Address and Style Number and send 
orders to the Anne Adams Pattern 
;Dept., Winnipeg. Newspaper Union, 
E., . Winnipeg, | 
Man. | 


‘Russia Reports 
‘Perennial Wheat 


A Soviet agriculture research work- | 
that he had _ crossed} 
wheat and grass to produce a high-| 
‘yielding pegennial wheat, a Tass| 
|news agency report broadcast by the | 
Moscow radio said. 
| Soviet agricultural specialist Niko- 
lai Tsitsym told the academy of agri- 
|culture that he had developed 11 hy- 
brid varieties of wheat by crossing 
| Wheat and couch grass. 
The hybrids inherited the qualities 
|of the couch grass and grew well on 
any soil, even in dry years, he said, 
| Last year his institute gathered a 
jthird harvest from experimental 
|fields of the new perennial wheat 
sown in 1943. 

Residents of Stockholm, Sweden, 
}can pay the telephone company a fee 


| 


/er . reported 


and be awakened every morning, in- 


stead of buying alarm clocks. 


ing seed on the farm may be reduced |« 


-| ter how many canaries were import- | 


; (stamps cannot be accepted) for this |’ 


LAZY DAISY CAKE 


eggs 

teaspoon vanilla 

cup sugar 

cup sifted cake flour 

teaspoon baking powder 

teaspoon salt . 

cup milk 

tablespoons butter. 
Beat eggs with vanilla until thick | 

‘and creamy. Gradually: add sugar. 

Sift together flour, baking powder 

and salt; add to beaten eggs. Heat 

,milk and butter. to boiling point and 

|add. Spread -batter in greased pan. 

Sprinkle topping over batter. Bake in | 


et ee) 


Had Wrong Idea 


‘First Tea Intreduced J In England Was | 


Not Prepared Properly 


When tea was first introduced in 
| England, a lot of people disliked it 


| intensely. The reason, says H. R. F., 


‘in Empire Digest: was, that though 
‘they had heard -it praised they had 


‘no idea how it should be prepared. | ting 
‘Having bought some of the leaves, ; ; quarter length; in fact, there is a re- 
|they boiled them for about twenty | turn to the more formal line of 1910. 
‘minutes, strained off the juice, and! But there is an interesting corollary 
tried to eat them with salt, pepper | to , this. 
and butter. In many parts of Eng- change 


\of tea.’ 


moderate oven (350 deg. F.) 30-401 
minutes. Yield: 1 cake (8x8x2 inches). 
Topping | 
1!, cups oven-popped rice cereal | 
2 tablespoons brown sugar 
1 tablespoon melted butter | 
Crush oven-popped rice cereal into 
fine crumbs. | 
Mix lightly with sugar and butter. 
G ASPE PENINSULA PIE 
Individual 
cups flaked cooked fish or can- 
ned salmon 
1 cup diced celery 
1 cup : (undiluted) svaicrated eile 
1. tablespoon finely minced onion | 
4 ; 
; | 


to 


teaspoon salt 

1, teaspoon paprika 

1g teaspoon pepper 

%4 cup corn flakes 

Combine salmon, celery, milk, on- 
ion and seasonings and pour into 
;greased individual casseroles. Sprinkle 
corn flakes on top; dot with butter 
‘and bake in moderately hot oven| 
| (400 F.) 20 to 30 minutes or un- 
til brown. Yield: 6 sti deealinict 


| Canaries In Canada 


Trade and Commerce Minister J. 
| A.. MacKinnon “doesn’t know haw | 
| Many singing canary birds were im- 
| ported into Canada during the im 
| year. He said so in the House of Com- | 
}mons in an answer to a questicn by | 
'F. Ey Lenn&rd (PC-Wentworth). | 

Mr. Lennard had asked the minis- | 
ied into the Dominion last year, what | 
countries they were imported from | 


‘and how many came from each coun-} 


‘try. Mr. MacKinnon admitted he had} 


no idea. Canaries aren't classified in! 
Canadian trade statistics, he told the; 


House, \° 


To Feel Right — Eat Right! 


| “Mr. Roeg—as he 
*® looks to the wait- 
ress at “The Coffee Pot”. 
(At first glance you 
wouldn’t say that Mr. 
Roeg is a particularly 
prize specimen), 


Mr. Roeg as he 
® looks to the doctor. 
(“While plenty of folks 


ean drink tea and cof- 

; tee no ill effects.” 

< ; the says, “you're 
a not on them. Switch 


to Pesca? Tt contains 
no caffein or stimulants 
of any kind.”) 


REGISTERED TRADE. MARK 


ROEG’S. 


Mr. *Roeg, as he 

* looks to the office 

force. (“What's biting 

old Simon Legree,” they 

want to know, “Jumpy 
as a trout!”) 


5 Mr. Roeg as he 
* looks to his wife 


GALLERY 


- Postum is easy to fix— make itrightin 
the cup by adding boiling water or hot — 
milk, And Sennen sae Jess than 
I¢ per a 


WOULD USE SUB 
FOR EXPLORATION 


|. Dr. Harald Uv. , Sverdrup,” director of 


the Scripps Institute of Oceano- 
graphy, University of California, 
wants to be the first man to cross 
the Arctic Ocean from Norway to 
Canada by submarine, for a long dis- 
tance under ice. 

Dr. Sverdrup who was in charge 


of scientific work with Amundsen’s. 


expedition into the Arctic in 1917 to 
1925 and with Sir Hubert Wilkins’ 


| stitute that he thought Russia was 
far ahead of Canada in developing its 
far north. 


He said.a submarine was the only 
| way to explore the Far North. A sur- 
face craft in the Arctic has its route 
‘determined by drift of the ice. A 
submarine could pick its own route, 
dodging underneath the surface when 
ice is in the: way. A submarine trip 
of four to six weeks in the summer 
| would net as much information as it 
would take a surface ship years to 
gather. 


| FASHIONS CHANGING 


| Every new collection of fashions 
jin Britain seem. to underline the fact 
jthat the line ‘of women’s suits is 
|chartging radically. Jackets are get- 
longer—sometimes to- three- 


if this. silhouette becomes 


land péople still talk, though as a|popular, that blouses must become 
| rule humorously, .of “making a dish|much more feminine, that high-heel- 
ed shoes must be worn. 


by - 


Hy bik pad 2 Hae f 


| expedition in 1931, told the Royal In-. . 


It means that hats must... 


as 


——————— 


Public Notice 


VILLAGE OF IRMA — 
By-Law 131 


. of the Village of Irma 


* 
b 2 
- 


as follows: 


due East 2,180 feet, 7 inches, then North 100 feet, then 
due West following a straight line south of main highway 
2,180 feet, 7 inches, then due south 100 feet. 
Done and passed in Council assembled at the Village 
of Irma this 27th day of. February, 1947. 
> Passed first reading on motion of Mr. Ostad. 
ste Second reading on motion of Mr. Symington. 


: I, A. C. Charter, hereby certify that the above cop 
of By-law No. 131 of the Village of Irma is a true synop- 
sis of By-law No. 131 and that on the 31st day of March, 
1947, voting on the proposed by-law will take place in the 
office of the Village of Irma between the hours of 10:00 
a.m. in the forenon and 7:00 p.m. in the afternoon to ap- 

_ prove or otherwise the said by-law. 

; Should the by-law be approved by a two-thirds ma- 

¥ jority of the proprietory electors, the Council shall, within 

| a period of four weeks, proceed to pass By-law 131 in its 
third and final reading. , 


A. C. CHARTER, | 
Returning Officer. 


~ 


PROTEIN & MINERAL SUPPLEMENTS 


PRODUCTS OF BURNS AND CO. LIMITED 


_ For Sale by: 
IRMA—J. C. McFarland W.N. Frickleton 
JARROW—M. McCune 


Young or Old! 
. You'll Enjoy 


“LAND of LET’S PRETEND” 


Featuring 
° MOLLY MAKE BELIEVE 
. 10:45 am. 


CJCA 


ON YOUR DIAL 


-Aiditional Service and New Time 


EDMONTON—CHAUVIN | 
O8E non 9:25 a.m. Going East ........ 8:30 p.m. 


Edmonton-Viking “ocal leaves Viking going west 7:30 a.m. 
: daily . haset 


For full information see your local agent abe 


LC Sunburst Motor Coaches Ltd. 


WHEREAS under Section 224 of the‘Town and Vil- 
: Jage Act it is desirous in the best interests of the ratepayers 


THAT the Council of the Village of Irma enacts 


THAT the Council of the Village of Irma do and are 
hereby empowered to lease all or any part thereof of Park 
Lots A, B, 1, 2, 3, 4, Plan 1560W lying North of Canadian 
National Railway right-of-way running from a certain 
point North of Canadian National Railway right-of-way 


Mr. and Mrs. Ernest Peterson 
returned this week from a three- 
week trip to Vancouver, Victoria 
and other parts of B.C. 

The Imperial Lumber cup has 
changed rinks several times last 
week and at time of writing is in 
the hands of Mrs. Hockett’s rink. 

The Irma W.M.S. met at the 
home of Mrs. Elford on the eve- 
ning of Wednesday, March 5. This 
was a sewing meeting and the 
ladies went to work with a right 
good will and managed to tie a 
quilt and quilt a mattress cover. 
These two articles will go toward 
the allocation required of the Irma 
branch of the W.M.S. this year 
and will, with other articles, be 
forwarded to W.M.S, hospitals and 
schools. As -the ladies worked 
Mrs. Enger gave a very compre- 
hensive report .on the address 
given by Miss Horton at the Wain- 
| wright presbyterial. 

Two rinks from the Mannville 
curling’ club were over on Satur- 
day-evening to play in Irma. S. 
Brown’s rink and C. Milne’s rink 
took on the two visiting rinks and 
each managed a win for Irma. 

The Rev. H. W. Inglis was a bu- 
siness visitor to the city on Mon- 
day. . 

We received a letter this week 
from Mr. and Mrs. Bob Maguire 
at Yellowknife, N.W.T. They seem 
to enjoy their new surroundings 
very much and send best regards 
to all at Irma. 

On Saturday last two rinks from 
the Irma ladies’ ‘curling club com- 
prised of Mrs. Milne, Mrs. Flet- 
cher, Mrs. Anquist, Mrs. Archibald, 
Mrs. Hockett, Mrs. Dawson, Mrs. 
Sather and Winnie Reeves motor- 
‘ed to Wainwright to play a friend- 
ly game with the Wainwright 
ladies. Wainwright ice and Wain- 
wright rocks seemed to agree with 
the Irma ladies, Mrs. Milne win- 
ning from Mrs. Carter 10-7, while 
Ms. Hockett won from Mrs. Peter- 
son 14-4. After the games the 
Wainwright ladies treated their 
guests to a hearty and delicious 
lunch served in the fine kitchen of 
the Wainwright rink. 

Word has been received that 
Miss Vera Christine~ Blakley, 
daughter of Mr. and Mrs. A. E. 


BYaKity; wis mierrica recenuy se 
the coast. We will have a report 
of this wedding for next week’s is- 
sue. 

Mrs, I. S. Reeds received word 


on Sunday of the death of her sis-|_ 


ter. Mrs. Agnew, of Toronto. 

Mrs. Geo. Fischer retugned home 
on Tuesday after a visit in the city 
with her sister, Mrs. Gardler. 

_Mr, and Mrs. Cooper are visitors 
at the home of Mrs. Walter Glover. 


Little crippled children 


Irma, Alberta, Friday, March 


14, 1947 


because of your Red Cross help 


yes the help of the Red Cross, 
many little children, whose parents 
cannot afford medical and surgical 
treatment, would have to go through life 
with crippled arms, feet, or other de- 
With the help of the Red 
Cross, scores of little ones will romp 
and play again and grow up 


formities. 


normal men and women. 


MISS REEVES 


as healthy, 


In some localities the Red Cross 
maintains its own hospitals for crippled 
children. In other localities it supports 
the splendid work being done by modern 
children’s hospitals. This work must be 
continued, and expanded. It is directed 

_ by the Junior Red Cross. Will you help 
restore these little crippled ones to 
normal health and strength? 


PHONE 12 


CANADIAN =§=RED CROSS 


Vhee woek of mecncy never endl Wwe 


‘Miss Genon Theroux went to 


Lamont last week for medical 
treatment. 


Mr. and Mrs, V. Hutchinson are 
visitors to the city this week. 


Want Ads 


GIRL WANTED 


We understand that Mr. and Mrs.; As maid in Wainwright hospital— 
Cooper have recenty come from| $45.00 per month with floor main- 


overseas. 

Bob Smith is a business visitor 
in Edmonton this week. 
' Mrs. J. C. McLean attended the 
W.I. meeting at Bruce last week. 
Mrs. McLean is convener for the 


IT'S OUT! 


EATON’S New 
Spring and Summer 
Catalogue for 1947 


@ 434 Pages of Shopping In- 
terest. 


@ Lavish Ilustrations—many 
in glowing, true-to-life 
color, 


@ The New Fashions. : 

@ The New Furnishings. 

@ Topics For Young Canada. 
@ Household Helps. 

@ Holiday Hints., 


And all backed by the 
EATON Guarantee— 


?T.EATON C2... 


tenance. Start work as soon as 
possible. Apply Matron, Phone 12, 


Wainwright. 


FOR SALE 
Collie pups, male, $5.00 each. Ap- 
ply C. E. Fenton. 14-21 


FOR SALE 


7-14-21c 


One 1938 Ford ton truck. Will 


sell for cash. of trade for cattle. 
Apply Younker Bros., Irma. 
14-21p 


FOR SALE 


Couch, will make up into double 


bed. Mrs. J. C. McLean. . 
NOTICE 


14-21 


Beginning Apr, 1 milk will be sold 


only for cash. Would like all old 
accounts settled by above date. 
Frank-Wyand. 14-21p 


ANNUAL 
SPRING 


STOCK SHOW 
CALGARY 


MARCH. 17 to 21 


ONE-WAY FARE 
AND ONE THIRD 
FOR ROUND TRIP 


Minimum fare 30° cents 


TICKETS ON SALE 
from a/‘l stations in Alberta 
MARCH 15 TO 20 


RETURN LIMIT MAR 22, 1947 
or if no train available Mar. 22, 
on first available train 


(2 


Be «py: 
LQaA rads JA racic 


Wainwright constituency W.lI. 


Now-5,000 Watts Of Power! 


BETTER LISTENING 
THAN EVER BEFORE 


Wherever You Are 


top network 


", GERM: devotes much af its time ia fe 


interests of Northern erta. In the 


war years for instance, over 198-thousand 
dollars of time was donated to various 
causes—and ‘a good proportion of this 
was for organizations outside Edmonton. 


Eight newscasts a 


the minute on world, local, and district 


CFRN has long been known as Edmon- 
ton’s “Sports Station.” Three times a 
day, Gordie Williamson covers all matters 
of sport interest. Your town and district 
can get sports coverage, simply by writ- 
ing the details to ! 


... and these TOP 
TOWN & COUNTRY FEATURES 


With a jump from one-thousand watts, to the new 
power of five-thousand watts, CFRN is in a better pos- 
ition than ever to bring yop the features you want to 

) hear. “The Farm Service Broadcast,” “Report From’ 
Parliament Hill,” daily farm produce prices, coverage — 
of all agricultural meetings ahd events, programmes 
designed for your interest and entertainment—all of 
these form a large part of CFRN’s schedule, The new 
5,000 watts is dedicated to the service not only of Ed- 
monton, but of all Northern Alberta! 


Northern Alberta's. Most Powerful Station! 
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